Message 


From: Ewart Burt [bewart(5)facil.umass.eclu] 

Sent: 1/3/2012 1:09:40 PM 

To: Hanchett, James (DPH) [/0=C0MM0NWEALTH OF MASSACHUSETTS/OU=MassMaii- 

01/cn=Recipients/cn=James.Hanchett] 

Subject: RE: Data Lines 


Ifs in the works, Jim. 

urt Ewslirt 

Capital Project Manager 
University of Massachusetts 
Facilities Planning Division 
360 Campus Center Way 
Amherst, MA 01003-9248 

bewart@facil.umass.edu 

Direct Extension: 413.577.0128 

Mobile; 

Office Main; 413.545.1383 

Fax; 413.545.3684 

From: Hanchett, James (DPH) [mailto:james.hanchett@state.ma.us] 

Sent: Wednesday, December 28, 2011 8:02 AM 
To: Ewart Burt 
Subject: Data Lines 

Burt, 

You got to be kidding about not installing 3 Cat 6 cables from N245 to N449. This was part the renovations plans 
for N449. They will need connections to our server in N245. 


Jim Hanchett 
Amherst Drug Lab 
Room N251 Morrill I 
637 North Pleasant Street 
Amherst, MA 01003 
Phone 413-545-2607 
Fa x 413-545-2608 
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